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P-I-                                                                         Module   5-1

Lesson  Topic   5-1-1

PROGRAMMED   INSTRUCTION

PURPOSE  AND   FORMAT   OF   MAINTENANCE   INSTRUCTION   MANUALS

INTRODUCTION

In  previous   units  of   instruction,   a  technical  manual   called
a   HANDBOOK  of   SERVICE   INSTRUCTIONS   (HSI)   has  been  provided.
The  manual   was  divided   into   nine  parts   with  a   separate
ILLUSTRATED   PARTS   BREAKDOWN    (IPB).      In   this   unit  you  will   be
provided with a   new manual  called  a  MAINTENANCE   INSTRUCTION
MANUAL   (MIM) .     This manual   covers  the   same  information as  the
HSI;   however,   the  MIM,   which  contains   five  sections,   is  more
readily   adapted   to  each   level  of  maintenance.

Publications  issued by  the  Naval Air  Systems  Command  are
designated   according   to   a   numbering   system based  on  the  type
publication  and   its  material  content.      The   system  cannot  be
described   fully   in  this   course  because   of   its   complex  nature
and  many  exceptions.

The   standard designation   for  technical  manuals  consists   of
a  prefix and an   alphanumeric   sequence  of  three   or   four  parts.
The  example   shown  on  the   following  page will  be  used  to
explain the  system  for designation of   technical manuals.
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